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Message Text 


PAGE 01 LIMA 06304 012107Z 
62 

ACTION FBO-01 

INFO OCT-01 ARA-10 ISO-OO A-01 ST-01 M-02 /016W 

069296 

R 012013Z AUG 74 
FM AMEMBASSY LIMA 
TO BRINKS MANUFACTURING CO 
B W P WEST BELMOST AVE 

FRANKLIN PARK, ILLINOIS 60131 
INFO SECSTATE WASHDC 1248 
US DESPATCH AGENT NEW YORK 

UNCLAS LIMA 6304 

EO 11652 N/A 
TAGS: ABLD, PE 

SUB J : COOLING TOWER REPLACEMENT OB 01 136 
REF: STATE 166320 

1. AMERICAN EMBASSY LIMA, PERU, IS IN URGENT NEED OF A NEW MODEL 
F-175-A CENTRIFUGAL BLOWER COOLING TOWER WITH 15 H.P. MOTOR, 

220 VOLTS, 3-PHASE, 60 CYCLE, HOT-DIPPED GALVANIZED 
CONSTRUCTION AND FLEXIBLE FAN CONNECTIONS. 

2. REQUEST DELIVERY SOONEST, CONTACT U.S. DESPATCH AGENT NEW YORK, 
ROOM 4033, 26 FEDERAL PLAZA, N.Y. 10007, WHEN ORDER READY FOR 
SHIPMENT. 

3. DOLLARS 6,899 OBLIGATED TO PAY FOR UNIT ONCE IN HAND OF 
U.S. DESPATCH AGENT AND UPON RECEIPT OF YOUR INVOICE. 

4. PURCHASE ORDER AND SHIPPING INSTRUCTIONS BEING MAILED 
TODAY. 

DEAN 

UNCLASSIFIED 


« END OF DOCUMENT » 
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